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PVC INDUSTRIAL CURTAINS 


About Us 


Cronax industries Pvt.ltd 


Established in 2013, is a professional manufacturer & Importer engaged 
in the research, development, production, Import , Export , sale and ser- 
vice of hand dryer, hair dryer, soap dispenser, tissue dispenser ,sensor 
faucets and etc We are located in India, Faridabad ,Haryana with conve- 
nient transportation access. Dedicated to strict quality control and 
thoughtful customer service, our experienced staff members are always 
available to discuss your requirements and ensure full customer satisfac- 
tion. In addition, we have obtained CE ,ROHS,SAA ,BSCI,CCC,ISO certifi- 
cates. Selling well in all cities around India, our products are also export- 
ed to clients in such countries and regions as The Middle East ,Sri Lanka, 
Nepal, Bangladesh ,South Africa, many More... 

Our Technical services will be presented from pre-sales to after-sales to 
every aspect According to each customer's different characteristics and 
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What is PVC Strips Curtains? 


PVC strip curtains, also known as vinyl strip curtains or PVC strip doors, are a type of industrial or commercial door solution made from 
flexible PVC (Polyviny| Chloride) strips. These strips are transparent and come in various widths and thicknesses. PVC strip curtains 
are commonly used in a variety of applications to provide a barrier between different areas while still allowing visibility and easy 


passage for people, vehicles, or goods. 


The main purpose of PVC strip curtains is to control environmental conditions, improve energy efficiency, and enhance 
safety in different settings. Here are some common uses of PVC strip curtains: 


Temperature Control: PVC strip curtains help maintain temperature zones in industrial and commercial spaces, 
such as warehouses, cold storage facilities, or manufacturing plants. By acting as a barrier, they prevent the 
transfer of hot or cold air between different areas, effectively regulating temperatures. 

Insect and Pest Control: In places like food processing areas, restaurants, and storage facilities, PVC 
strip curtains can serve as a barrier against insects, pests, and dust, preventing them from entering 
sensitive areas while maintaining proper ventilation 

Noise Reduction: In noisy environments, such as manufacturing plants or workshops, PVC 
strip curtains can help reduce noise levels while still allowing easy access for workers and 


equipment. 
Dust and Debris Containment: In industries with significant dust or debris genera- 
tion, PVC strip curtains can be used to separate areas and prevent the spread of 
contaminants to other parts of the facility. 
Privacy and Visual Separation: In settings like offices, commercial spaces, or 
changing rooms, PVC strip curtains can offer a degree of privacy or 
separation while maintaining visibility between spaces. 
Traffic Management: In warehouses or facilities with frequent 
vehicle or pedestrian traffic, PVC strip curtains can act as a 
barrier while still allowing easy movement of people and 


and the strips are often hung from a header track 
or suspended from a mounting bracket. They 
can be easily replaced or repositioned if 
} necessary. 


x Overall, PVC strip curtains offer a 
cost-effective and versatile 
solution for various indus- 
> tries and applications, 
oN helping to optimize 
workflow, safety, 
and efficiency in 
different 
environ- 
ments. 
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sf /// & NON-PHTHALATE PLASTICIZERS 
Soft Vinyl is c complex material, Softness oF flexibility is given by plasticizers’ incorporation in basic formulas. 
Prthalates have been used for many years and are still in use today. Their possible Negative impact on human healty 
and the environment has been a subject of several studies and contradictory regulations. 
In order to be proactive in the protection of our customers and our environment GRONAX is proposing a complete new 
non-phthalate soft vinyl range. 
Already used in toys, children articles, food contact material and medical devices, this new NON-PHTHALATE 
plasticizer will suarantee to the end-users the safest soft viny| strips and sheets Our label “NON-PHTHALATE” will give 


you the assurance that our soft vinyl is ne longer using phthalates and will offer you the best choice for human health 
and environment protection. 


/ Risk assessment conclusions published in the Official Journals of the European Union 2006/C 90/04. 


RISK ASSESSMENT 
Conclusion of the assessment 
‘on the risks to 


WORKERS 


PHTHALATE 


SN 


CONSUMERS* 
HUMANS EXPOSED VIA THE 
ENVIRONMENT 
HUMAN HEALTH 
(physico-chemical properties) 
Aqueous preparation* 
Acidic liquid* 

Alcohol beverage* 
Fatty food* 


HUMAN HEALTH 


TOYS AND CHILDCARE ARTICLE 
ATMOSPHERE 

AGUATIC ECOSYSTEM 
TERRESTRIAL ECOSYSTEM 


MICRO-ORGANISMS IN THE SEWAGE 
TREATMENT PLANT 


SISISISIN SSS] 


Conclusion Restricted use 


v sare RISK FOR HUMAN HEALTH OR ENVIRONMENT 


ENVIRONMENT & SAFETY 
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CPVCBT 


Blue Transparent Industrial 


PVC Strip curtain 


Ideal for use in ambient temperature environments our 
standard temperature, flat PVC strip rolls are generally 
used in the manufacture of PVC strip curtains, creating 
substantial barriers across any opening or doorway. Our 
PVC strip rolls are REACH compliant and used extensively 
in commercial and industrial environments that require 
temperature regulation, area segregation, pest control, 


Brand 


Specifications 


Cronax 


Cronax 


veather shields, dust containment and noise reduction. 
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Apperance 


Tint Blue 


Tint Blue 


Tint Blue 


Material 
Strip Sizes 


200mm-400mm 


Free/Food Grade/Non Phthalate 
200mm-400mm 


200mm-400mm 


Sheet Thicknes 


2mm-5mm 


2mm-5mm 


2mm-5mm 


Roll Lenght 
Usage 


50 Meters 
Industrial/Commercial 


50 Meters 
Industrial/Commercial 


50 Meters 
Industrial/Commercial 


Special Option 


Tailor Made 


Tailor Made 


Tailor Made 
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CPVCAI 


| Anti Insect PVC Strip Curtains 


An 


Brand 


Specifications 


Cronax Cronax 


i sect PVC Strips are recommended by us as a material that 
| contains Citronella - a scent that is known to deter, bees, wasps, 
| flies and other airborne pests. The PVC strip is also translucent 
| yellow in colour - the colour yellow is a well know repellent for 
flies and insects. These two compounds loaded into the PVC 
product helps to ensure that Cafes, Bars, Restaurants, Hotels 
and other hot kitchen areas can utilise a superior PVC product 
in these environ 
ments. 


Cronax 


Apperance Yellow/Orange Yellow/Orange Yellow/Orange 
Material DOP Free/Food Grade/Non Phthalate 
Strip Sizes 400mm 
Sheet Thicknes 2mm-5mm 


Special Option 


Roll Lenght 50 Meters 50 Meters 50 Meters 
Usage Industrial/Commercial Industrial/Commercial Industrial/Commercial 
Tailor Made Tailor Made Tailor Made 


BBs: ri28318777 
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CPVFG 


| PVC Strip curtains Freezer Grade | 


Freezer or Polar rated PVC curtains are designed to keep your facilities protected 
from dust and other air contaminants while still maintaining proper door 
accessibility in a constant zero to negative ambient environment. 

These type of curtains are suggested to be used as internal divisions barriers 
separating one room from the other temperature regulated storages that are 
0°C and below. 
These types of curtains can also be used in the door openings of refrigerated 
trucks or reefer vans to provide a barrier to protect the goods from dust 
contaminants. 


Specifications 
[Model ceveg200cevec-s00cPvrG-400 
Brand Cronax Cronax Cronax 
‘Apperance Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear 
Material DOP Free/Food Grade/Non Phthalate 
Strip Sizes 200mm 300mm 400mm 
Sheet Thicknes 2mm-5mm. 2mm-5mm 2mm-5mm. 
Roll Lenght 50 Meters 50 Meters 50 Meters 
Usage Industrial/Commercial Industrial/Commercial Industrial/Commercial 
Special Option Tailor Made Tailor Made Tailor Made 
Working Temprature upto -80 Degree upto -80 Degree upto -80 Degree 


BB s1r028318777 
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CPVCAS 


| ANTI STATIC PVC STRIP CURTAINS | 


Antistatic PVC is a high static dissipative (antistatic) material. 
It avoids sparks and all others damages resulting of static 
electrical charges. 
Antistatic strips doors and partitions can be used in varied 
applications such as, explosive atmosphere (mining, 
chemical sites, laboratories, etc...) or in static electric 
sensitive areas (datacenters, electronic part factories, 
packaging, etc...) 


Specifications 


Bx r028318777 


Brand Cronax 
Apperance Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear| Tint Blue/Tint Green /Clear 
Material Non Phthalate/Static Resistant PVC Strip Curtain 
Strip Sizes 200mm 400mm 
Sheet Thicknes 2mm-5mm 2mm-5mm 2mm-5mm 
Roll Lenght 50 Meters 50 Meters | 50 Meters 
Usage Industrial/Commercial Industrial/Commercial | Industrial/Commercial 
Special Option Tailor Made Tailor Made Tailor Made 
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CRONAX CPVCFR 


| Fire retardant PVC Strip Curtains 


Fire Retardant PVC provides a wide range fireproof vinyl 
on top of all the Clear PVC qualities such as clarity, brightness, 
durability, flexibility, and strong resistance to impact. 

Fire Retardant PVC complies with international regulations 
such as EUROCLASS, M classification, B classification, 
etc... 

It is recommended for all applications which require superior 
fire resistance over and above our standard product range. 


Specifications 


Brand Cronax Cronax Cronax 
Apperance | Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear| Tint Blue/Tint Green /Clear 
Material Non Phthalate/Fire Resistant Plasti 


icizers 


Sheet Thicknes 2mm-5mm 2mm-5mm 2mm-5mm 

Roll Lenght 50 Meters 50 Meters 50 Meters 
Usage Industrial/Commercial Industrial/Commercial Industrial/Commercial 

Tailor Made Tailor Made Tailor Made 
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CPVCDR 


| Double Ribbed PVC Strip Curtains 


Double Ribbed PVC Strip Curtains are designed to control high 
temperature, dust, and noise by applying the latest technologies. 
These curtains are the best in usage with durability, low maintenance, 
and affordable price. Double Ribbed PVC Strip Curtains meet the 
needs of clients with their quality and flexibility. Be it the medical 
industry, manufacturing units, dairy industry, agriculture, food 
factories, warehouse, and packaging industries, double ribbed PVC 
strip curtains are perfect in fulfilling the needs of business owners. 


These curtains are suitable for the workflow of employees like 
trolleys, machines and equipment movement. 


Specifications 


Cronax Cronax Cronax 
Apperance Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear| Tint Blue/Tint Green /Clear 
Material DOP Free/Non Phthalate/Food Grade 
Strip Sizes 200mm 300mm 400mm 
Sheet Thicknes 2mm-5mm 2mm-5mm 2mm-5mm 
Roll Lenght 50 Meters 50 Meters 50 Meters 
Usage Industrial/Commercial Industrial/Commercial Industrial/Commercial 
Pattern Ribbed Ribbed Ribbed 
Special Option Tailor Made Tailor Made Tailor Made 


Bt z028318777 
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CRONAX CPVCOP 


Opaque Coloured PVC Strip Curtains 


Opaque Coloured is offering a wide range of different colours (when 
the transparency is not required) in addition to all the existing flexible 
vinyl! qualities (durability, flexibility, and strong resistance to imp 
act). 

Opaque Coloured is mainly recommended for swing and strip doors, 
partitions, membrane, tunneling, building insulation, conveyor 
openings, wagon, trucks and dumper protection, flooring, etc... 


Specifications 


Brand Cronax Cronax Cronax 
Apperance Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear 
Material 
Strip Sizes 200mm 
Sheet Thicknes 2mm-5mm 

Roll Lenght 50 Meters 
Usage Industrial/Commercial 
Colours 
Special Option 


300mm 400mm 
2mm-5mm, 2mm-5mm 
50 Meters 50 Meters 
Industrial/Commercial Industrial/Commercial 


Tailor Made Tailor Made Tailor Made 
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CPVCWG 


| Welding Grade PVC Strip Curtains 


Welding grade pvc strip curtains has been designed to protect 
workers from dangerous radiation and projection from hot metal 
during welding. 


* Filter all the dangerous lights of arc welding. 
* Fireproofed to protect people, equipment and buildings. 
* Available in different colours and transparencies. 
¢ Anti-UV treated to ensure a durable optical protection of the 
people over time. 


Specifications 


Brand Cronax Cronax Cronax 
Apperance Tint Blue/Tint Green /Clear | Tint Blue/Tint Green /Clear| Tint Blue/Tint Green /Clear 
Material DOP Free/Non Phthalate/Food Grade/Welding Grade Plasticizers 
Strip Sizes 200mm 300mm 400mm 
Sheet Thicknes 2mm-5mm 2mm-5mm 2mm-5mm 
Roll Lenght 50 Meters 50 Meters 50 Meters 
Usage Industrial/Commercial Industrial/Commercial Industrial/Commercial 
Colours Dark Red,Blue & Orange 
Special Option Tailor Made Tailor Made Tailor Made 


BB s1 ri28318777 
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CRONAX CPVCMC 


| Magnetic Force Soft PVC Curtain 


Wis 


Upgrade 
magnetic strip New Upgrade 


Thickened 
installation accessories Weight Plate 


rubber edging wear- resistant 


eee ae ree ncresed testngicapacity use athick weight plate at the 


magnet,magnetic force up to 
900 gauss,hot melt edging 
e forming hot 
pressing technology 


snot easy to form,durable,instalition bottom to increse the weight 


and use more convenient 


of the door.the curtain Is effectively 


stable and intimate proof,soft and durable 


Specifications 
[Moder eeveme200eevewes00 
Brand Cronax Cronax 
‘Apperance Clear Clear 
Material DOP Free/Non Phthalate/Food Grade 
Strip Sizes 400 mm 508 mm 
Sheet Thicknes 2mm-3mm 2mm-3mm 
Roll Lenght 30 Meters 30 Meters 
Usage Industrial/Commercial Industrial/Commercial 
Accessories TOP & BOTTOM PLATES SETS SS 304 GRADE 
Special Option Tailor Made Tailor Made 
Type Magnetic Interlocking Magnetic Interlocking 


BBs noss18777 
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CPVC SHEET 


CLEAR PVC SHEET | 


Brand 


Ideal for use in ambient temperature environments, our standard 
temperature (+50°c to -15°c), flexible PVC sheet is most commonly 
| used in the manufacture of PVC impact doors, creating substantial 
i 180° swing doors across any opening or doorway. Our PVC sheet is 
REACH compliant and used extensively in food, commercial and 
industrial environments that require flexible hands-free access through 
doors in both directions. Also used extensively for flooring, worktop, 
racking and printer top protection and for creating large-scale screens, 


dividers and partitions 


Cronax 


Specifications 
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Apperance 
Strip Sizes 


Clear Transparent 
1350mm 


Clear Transparent 
1350mm. 


Cronax Cronax 
Clear Transparent Clear Transparent 


1350mm 1350mm 


Thicknes | 


0.80mm 


imm 2mm 3mm. 


Roll Lenght 30 Meters 25 meters 15 meters 10 meters 
Weight 37 kg 42kg A48kg 50kg 
PHR Level | 15P-60P 15P-60P 15P-60P 15P-60P 


B01 742821877 
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Test Certificates 


Customization 
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Curtain Track and Hardwares 


Brand Cronax 


Moc $5 304 Grade 
Sizes Lenght(mm) | 500mm,1000mm,1200mm,1500mm 


Clamp Sizes (mm ) 200mm,300mm,400mm 
Thickness of Hardware imm,1.5mm,2mm 
Usage Industrial/Commercial 
Colours Natural Matt or Glossy 
Special Option Tailor Made 
[ Modey Scissor stcing 
Brand Cronax 
MOC Mild Steel / GI 
Sizes Lenght (mm) 1000MM 
Clamp Sizes (mm ) 200mm or 300mm 
Thickness of Hardware imm-3mm 
Usage Industrial/Commercial 
Colours Milky White/Natural GI 
Special Option Tailor Made 


Brand Cronax 
MOC Mild Steel / GI 

Sizes Lenght (mm ) 500mm,1000mm,1200mm,1500mm 

Clamp Sizes (mm ) 200mm,300mm,400mm 

Thickness of Hardware 1mm,1.5mm,2mm 
Usage Industrial/Commercial 
Colours Milky White/Black 
Special Option Tailor Made 
Bi +51 3428318777 8 info@cronax.ca.in @ www.cronax.co.in 
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Pan India presence 


Hyderabad, Chennai, Bangalore, Mumbai, Bharuch, Ludhiana, Jaipur, 
Cuttack, kolkata, Ranchi, Raipur, Lucknow. 


Contact Us 
& Phone: +91 7428318777 & Mail: info@cronax.co.in 
@ Website: www.cronax.co.in 


Corporate office: 


© Plot No.3, 16/5, Mathura Rd, Karkhana Bagh, Faridabad, Haryana 
121002 


Factory: 


© Plot No.11, 16/5, Mathura Rd, Karkhana Bagh, Faridabad, Haryana 
121002 


